Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Text 
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PAGE 01 GUATEM 06473 181857Z 

62 

ACTION SY-05 

INFO OCT-01 ARA-06 ISO-OO FBO-02 A-01 ( ISO ) W 

071202 

R 181800Z NOV 75 
FM AMEMBASSY GUATEMALA 
TO AMEMBASSY PANAMA 
INFO SECSTATE WASHDC 9042 


LIMITED OFFICIAL USE GUATEMALA 6473 

PANAMA FOR OIC RTC 
DEPT FOR A/SY/T 

EO 11652: NA 
TAGS: ASEC 

SUB J : REQUEST FOR TECHNICAL SERVICES 
REF: GUATEMALA 5440 AND 6090 

1. POST WILL HAVE BOTH CONDUIT FOR CCTV CABLE IN ELEVATOR 
SHAFT AND WIRE RUNS FOR SILENT BUZZER REACTION ALARM SYSTEM 
INSTALLED BY 12/31/75. 

2. MSG SAFE REMAINS LOCKED-OUT. SEVERAL OTHER SAFES NEED 
MAINTENANCE. ONE ITEM WITHIN SAFE NEEDED BY EARLY JAN AT 
LATEST. 

3. REQUEST RTC TEAM BE SENT EARLY JAN 76 TO DRILL 

SAFE AND COMPLETE INSTALLATION OF PARA 1 ALARM SYSTEM. IT 
CCTV CAMERAS, ESPECIALLY CAMERA FOR LOBBY AREA, AND CABLE 
COULD BE SENT TO POST PRIOR TO VISIT, TEAM COULD COMPLETE 
THIS INSTALLATION ALSO. 

MELOY 
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